From: Aquilino, James <James.Aquilino@umassmed.edu> 

Sent: Thursday, November 02,2006 7:30 AM 

To: Han, Linda (DPH) 

Cc: Walsh, Paul (DPH); Cheney, Sally (DPH); Caloggero, Dina (DPH); Nawn, Kathleen (DPH); Nassif, Julianne (DPH); Werner, Barbara (DPH); Smole, Sandra (DPH); DPH-CDC-JNickerson 

Subject: RE: Fernald school items available 


Linda, 

Thank you for the input. Items #1 and #6 could be brought back easily. I think Paul Walsh could arrange for their return, or we might be able to pick them up with our truck. Someone from DPH will have to make arrangements to move the other 
items from Fernald to Tewksbury. I can provide the name of a mover if necessary. Thanks again. 

Jim 


From: Han, Linda (DPH) fmailto:Linda.Han@state.ma.usl 
Sent: Wednesday, November 01, 2006 12:19 PM 
To: Aquilino, James 

Cc: Walsh, Paul (DPH); Cheney, Sally (DPH); Caloggero, Dina (DPH); Nawn, Kathleen (DPH); Nassif, Julianne (DPH); Werner, Barbara (DPH); Smole, Sandra (DPH); Han, Linda (DPH) 
Subject: FW: Fernald school items available 

Hi Jim: 

These are the SLI items that I think are currently being stored at Fernald, and where we’d like the items to go: 


1 

Record storage boxes, 11 


2 

Light box, Logan Truview 

To Tewksbury (no one here wants this, but maybe Tewksbury can use 
this) 

T 

Slide viewer 

To Tewksbury (no one here wants this, but maybe Tewksbury can use 
this) 

r 

Table, chrome legs 

To Tewksbury (no one here wants this, but maybe Tewksbury can use 
this) 

r 

Biosafety cabinet, Baker Sterilchemgard III, 
Advance 

to Tewksbury 

6" 

Plastic rolling cabinet, Metro Starsys 

To SLI, Julie Nassif 

7 

Biosafety cabinet, Baker Sterilchemgard III, 
Advance 

to Tewksbury 


Julie, could you confirm that you’d like to have the rolling cabinet here? 

The 11 record storage boxes belong to Barbara Werner. They can’t stay at the Fernald, and they should not go to Tewksbury. I'm waiting to hear back from her, but I guess a temporary solution would be to send the boxes back here, and then 
they can either be appropriately destroyed or stored elsewhere. 

Thanks, 

Linda 


From: Nawn, Kathleen (DPH) 

Sent: Thursday, June 29, 2006 2:49 PM 

To: Izzi, Marcia (DPH); Pribeck, Kristen (DPH); Belanger, Peter (DPH); Borne, Alan (DPH); Caloggero, Dina (DPH); Elvin, Paul (DPH); Fontana, John (DPH); Gauthier, Cheryl (DPH); Grazioplene, Mariah (DPH); Greer, Garry (DPH); Han, Linda 
(DPH); Hennigan, Scott (DPH); Konomi, Raimond (DPH); Nassif, Julianne (DPH); Peppe, Joseph (DPH); Salemi, Charles (DPH); Sloutsky, Alex (DPH); Smole, Sandra (DPH) 

Subject: Fernald school items available 

Equipment list of items being stored at Fernald school that we can reclaim and bring back to SLI. If you’d like any of the items, please let me know asap.kathy 

Kathleen L. Nawn, MHS, MT(ASCP) 

Laboratory Supervisor III 

State Labratory Institute, Room 201 

Mass. Dept, of Public Health 

305 South Street, Jamaica Plain, MA 02130 

office: (617)983-6345 fax: (617) 963-6210 

From: Izzi, Marcia (DPH) 

Sent: Thursday, June 29, 2006 11:17 AM 

To: Grazioplene, Mariah (DPH); Nawn, Kathleen (DPH) 

Subject: FW: Howe Hall Inventory 

Hello, 

I reviewed the “off-site and retain” list and there is nothing I want that is left on the list. Unless either of you are interested in keeping this stuff I am going to ask Paul to “surplus” the DPH items. Let me know. 

Marcia 


From: Aquilino, James [mailto:James.AQuilino@umassmed.edul 
Sent: Wednesday, May 03,20061:58 PM 

To: Peppe, Joseph (DPH); Rivera, Tanya (DPH); Grazioplene, Mariah (DPH); Izzi, Marcia (DPH); Pribeck, Kristen (DPH); Eaton, Roger; McGuire, Thomas; Lefkin, Howard; Nickerson, John; Lautner, Patricia 
Subject: Howe Hall Inventory 

Attached is the Howe Hall inventory. Let me know if you’d like to visit the site to look at anything stored there. Thanks 
Jim 
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